CHURCH  OF 
THE  SACRED  HEARTS  OF  JESUS  AND  MARY 
SOUTHAMPTON,  LONG  ISLAND,  N.  Y. 
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Color  Photo  by  Milt  Price,  Northport,  N.  Y. 


